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PREFACE 

This manual is a pictorial representation of the parts for the Bendix Model G-15D Computer. It 
should be used when ordering replacement parts for the computer and when filling out service 
reports to insure the use of correct part numbers. 

There are two assembly classifications, the major sub-assembly and the minor sub-assembly. A 
major sub-assembly is a complete working unit; a minor sub-assembly is a part that is composed 
of more than one component. As an example, the "tape reader" illustrates both classifications. 
It is a major sub-assembly consisting of many minor sub-assemblies. 

The first section of the manual shows the location of each major sub-assembly. Sections 2 through 
18 contain complete identification of parts used in each major sub-assembly. The major sub- 
assemblies and their respective sections are listed in the index at the beginning of the manual. 

The parts listed in the manual are divided into two classes and identified by the following styles 
of lettering: 

1. INDIVIDUAL COMPONENTS 

2. MINOR SUB-ASSEMBLIES 



These two letter styles indicate the difference between the parts that may be ordered as individ- 
ual components and those parts that must be ordered as minor sub-assemblies. 

This THIRD STYLE OF LETTERING is used SO that various individual components may be re- 
ferred to on the schematic drawings, i.e., R-ii, c-io. 

All small, standard parts should be purchased at a local electronics parts distributor. 

Price and delivery information may be obtained by consulting the Marketing Department of: 

Bendix Computer Division 
5630 Arbor Vitae Street 
Los Angeles 45, California 
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TITLE 
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Clock Chassis Assy. 
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Test Panel Assy. 

Tube Package Assys. 

Typewriter Assy. 



SECTIONS 
5 

4 

14 

10 

18 
1 

1 

2 

6 

12 
11 

7 
16 
13 

8 

3 

17 
15 



PART NO. 
1C659 

1C654 

1D999 
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1C487 

1E667 
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1R931 

1E731 

1D1560 

1E908 

1E839 
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INDEX OF ILLUSTRATIONS 

SECTION ONE 
G-15D COMPUTER 1C1423 

TITLE 
G-15D Computer and Typewriter 

Trim, Frame Assembly (G-15D Left Side and Rear) 

Trim, Frame Assembly (G-15D Right Side and Front) 

Frame Assembly (G-15D Left, Door Open) 

Frame Assembly (G-15D Right, Door Open) 

Frame Assembly (G-15D Left, Door Open) 

Frame Assembly (G-15D Right, Door Open) 

Rear Center Upper Trim Panel (Front) 

Rear Center Upper Trim Panel (Rear) 

Power Supply Section (G-15D) 

Logic and Power Fuse Blocks 

Filament Dropping and Marginal Checking Resistors 

Power Assembly, Power Supply - 1B930 

Power Cable Assembly - 1C595 

Slide Assembly 

SECTION TWO 
MAGAZINE ASSEMBLY 1C487 



2.2 Magazine Assembly (Inside) 

SECTION THREE 
MAGAZINE PANEL ASSEMBLY 1D596 

3.2 Test Panel (Front) 

3.3 Test Panel (Rear) 



PAGE NO 


1.2 


1.3 


1.4 


1.5 


1.6 


1.7 


1.8 


1.9 


1.10 


1.11 


1.12 


1.13 


1.14 


1.14 


1.15 



SECTION FOUR 
CAPACITOR BOX ASSEMBLY 1D654 

4.2 Capacitor Box (Front) 

4.3 Capacitor Box (Rear, Cover Removed) 



SECTION FIVE 
BLOWER ASSEMBLY 1C659 

5.2 Blower Assembly (Filter Removed) 



SECTION SIX 
FINAL ASSEMBLY MEMORY DRUM 1E667 

6.2 Drum and Motor Assembly 

6.3 Memory Drum (Left) 

6.4 Memory Drum (Cover Removed) 

SECTION SEVEN 
FINAL ASSEMBLY READ PRE-AMP 1E731 

7.2 Rear Pre-Amp (Front) 

7.3 Rear Pre-Amp (Rear, Cover Removed) 

7.4 Turret Assembly 1C392 

7.5 Read Pre-Amp Rear Cover 

SECTION EIGHT 
WIRED ASSEMBLY TAPE READER 

8.2 Front Panel 

8.3 Tape Reader (Bottom-Rear View) 

8.4 Exploded View, Front Panel Mechanics 

8.5 Tape Reader (Rear) 



8.6 Photo Diode Potentiometer Assembly (Rear) 

8.7 Motor and Drive Coupling 

8.8 Exploded View, Drive Coupling 

8.9 Upper Chassis (Top) 

8.10 Board Assembly TB-1 1B806 

8.10 Board Assembly TB-2 1B807 

8.11 Lower Chassis (Top) 

8.12 Board Assembly 1B919 

8.13 Upper Chassis (Bottom) 

8.14 Lower Chassis (Bottom) 

8.15 Board Assembly, Component 1D837 

8.16 Board Assembly, Component List 1D837 

8.17 Photo Head Assembly 1D808 

8.18 Exploded View, Photo Head Assembly 

SECTION NINE 
TAPE PUNCH 1E908 

9.2 Tape Punch (Right) 

9.3 Tape Punch (Left, Cover Removed) 

9.4 Board Assy. Component 1D912 



SECTION TEN 
CONTROL PANEL 1E911 

10.2 Control Panel (Front) 

10.3 Control Panel (Rear) 

10.4 Variac Transformer & Power Switch Assy. 

10.5 Switch Assembly, Control Panel 1C664 



SECTION ELEVEN 
PANEL ASSEMBLY RT. LOGIC 1R931 

11.2 Panel Assembly, Right Logic (Door Open) 

11.3 Panel Assembly, Right (Logic View) 

11.4 Filament Bus Bars 

11.5 Latch Mechanism 

11.6 Logic Panel Fan Motors 

11.6 Logic Panel Taper Pin Blocks 

11.7 Door, Right Logic 

SECTION TWELVE 
PANEL ASSEMBLY LEFT LOGIC 1R932 

12.2 Panel Assembly, Left Logic (Door Open) 

12.3 Panel Assembly, Left (Logic View) 

12.4 Filament Bus Bars 

12.5 Latch Mechanism 

12.6 Logic Panel Fan Motors 

12.6 Logic Panel Taper Pin Blocks 

12.7 Door, Left Logic 

SECTION THIRTEEN 
WIRED ASSEMBLY, RELAY CHASSIS 1E962 

13.2 Relay Chassis (Component side) 

13.3 Relay Chassis (Tube Side) 

13.4 Relay Chassis (Tube Side) 

13.5.1 Relay Chassis (Component Side, Relay Cover Removed) 

13.5.2 Relay Chassis (Component Side, Relay Cover Removed) 

13.6.1 Board Assembly, Relay Chassis - 1C953 

13.6.2 Board Assembly, Relay Chassis - 1C1715 

13.7 Board Assembly, Component List, Relay Chassis - 1C952 

13.8 Board Assembly, Component List, Relay Chassis - 1C952 



SECTION FOURTEEN 
FINAL ASSEMBLY, CLOCK 1D999 

14.2 Clock Chassis (Tube Side) 

14.3 Clock Chassis (Component Side) 

14.4 Board Assembly, Clock Chassis - 1D965 

14.5 1D965 Board Assembly Component List 

14.6 1D965 Board Assembly Component List 

SECTION FIFTEEN 
TYPEWRITER ASSEMBLY 1C1001 

15.2 Typewriter Assembly 

15.3 Upper Typewriter Assembly (Rear Cover Removed) 

15.4 Upper Typewriter Assembly (Bottom) 

15.5 Key, Solenoid Actuating Mechanism 

15.6 Key, Finger Contract Mechanism 

15.7 Base Assembly, Typewriter 

15.8 Board Assembly, Terminal - 1B706 

15.8 Relay Assembly, Typewriter Base 

15.9 Board Assembly, Diode - 1D1005 

15.10 Component List, 1D1005 Board Assembly 

15.11 Exploded View, Typewriter Micro Switches (TAB, CR.) 

SECTION SIXTEEN 
RECTIFIER ASSEMBLY 1D1560 

16.2 Rectifier Assembly (Top) 





SECTION SEVENTEEN 




TUBE PACKAGES 


17.2 


Final Assy. Rd. Clk. Pkg. 


17.3 


Final Assy. Rd. Amp. Pkg. Component List 


17.4 


Final Assy. Rd. Amp. Pkg. 


17.5 


Final Assy. Flip Flop Component List 


17.6 


Final Assy. Flip Flop 


17.7 


Final Assy. Buff. Inver. Component List 


17.8 


Final Assy. Buff Inver. 


17.9 


Final Assy., Buffer H.C. Component List 


17.10 


Final Assy. Buffer H.C. 


17.11 


Final Assy., Write Amp. Component List 


17.12 


Final Assy. Write Amp. 


17.13 


Final Assy. Cath. Fol. 1 


17.14 


Final Assy. Cath. Fol. 2 




SECTION EIGHTEEN 




DIODE PACKAGES 



18.2 
18.3 
18.4 
18.5 
18.6 



Final Assy. Diode 1 Pkg. 
Final Assy. Diode 2 Pkg. 
Final Assy. Diode 3 Pkg. 
Board Assy. Clamp Pkg. 
Final Assy. Clk. CIp. Pkg. 



1C1428 
1C1007 
1C998 

1C1140 

1C1517 

1C1155 
1C1144 
1C1107 



1C964 
1C991 

1C1142 

1C993 

1C1009 



SECTION ONE 

G-15D COMPUTER 
G-15D FRAME ASSEMBLY 



1C1423 
FINAL ASSY, G-15D 



ICIOOI 
TYPEWRITER ASSY. 




1C595 

CABLE ASSY., POWER 

(SEE PAGE 1.14) 



1.2 



1R937 
FRAME ASSY., 



G-15D 



1R932 

PANEL ASSY 
LEFT LOGIC 




104260 



7D96 

PANEL, 

LOWER LEFTSIDE 



104100 

6D94 

HOUSING, LOGIC FAN 



1042^3 
7D393 

PANEL, REAR 
CENTER UPPER 
(SEE PAGE 1.9) 



106602 

63C47 

SWITCH, BREAKER 



61C36-002 
RECEPTACLE, 
3 WIRE 

31A49 

RING, AC PLUG 



1.3 



10426 
7D98 
PANEL, LOWER 
REARL.H. 



104^75 
7D209 
PANEL, LOWER 
REAR CENTER 



lH25d 
7D90 
PANEL, LOWER 
REARR.H. 



1R937 
FRAME ASSY., G-15D 



1R931 

PANEL ASSY., RIGHT LOGIC 



10L.264 

7D150 

TRIM, CENTER TOP 




10i,276 

7D210 

PANEL, LOWER 
RIGHT SIDE 



1/091-007 

33C17 

BAR, GRILL 
10i^730 
13B11 

STUD, CABINET 
GRILL BAR 



7D91 

PANEL, 

LOWER FRONT R.H. 



10Zj.27t 
7D211 
PANEL, 
LOWER FRONT 



lC220g 
1C487 
MAGAZINE ASSY. 



TAPE 



1R932 

PANEL ASSY., 
LEFT LOGIC 



102257 

1E940 

TRIM ASSY., 
FRONT CENTER 



102252 

1E911 

CONTROL PANEL 
ASSY. 



loi+261 

7D97 

PANEL, 

CAB. LWR. FRONT L.H. 



1.4 



102246 

1E839 

WIRED ASSY., TAPE READER 



1R937 
FRAME ASSY., G-15D 
(LEFTSIDE) 

1E908 

WIRED ASSY., TAPE PUNCH 



1R932 

PANEL ASSY., LEFT LOGIC 



1.5 




102259 

1E962 

WIRED ASSY., 
RELAY CHASSIS 

VARIAC TRANS. & 
PWR. SW. ASSY. 
(SEE PAGE 10.4) 

102220 
1D596 
WIRED ASSY., TEST PANEL 

102297 
1D1560 

BRACKET ASSY 
RECTIFIER 

102266 

1D999 

FINAL ASSY., CLOCK 

102223 

1E667 

FINAL ASSY., MEMORY-DRUM 



1R955 

CABLE ASSY., 
PRE-AMP. 

106403 

61A35 

CONNECTOR 

102236 

1E731 

FINAL ASSY., READ PRE-AMP. 



102256 

1E950 

CABLE ASSY., WRITE PLUG 



106397 

61A28 
CONNECTOR 

106403 
61A35 
CONNECTOR 



1R937 

FRAME ASSY., G-15D 

(RIGHT SIDE) 



REAR PANEL COMPONENTS 
(SEE PAGE 1.10) 



1R931 

PANEL ASSY., RIGHT LOGIC 



102264 
ID 996 
CABLE ASSY. 



TB-3 



TB-n 




SLIDE ASSY., 
(SEE PAGE 1.15) 



1C6139 

4808 
BOX, CHAD 



162252 

1E911 

CONTROL PANEL ASSY. 
102259 
IE 962 

WIRED ASSY., 
RELAY CHASSIS 



67A87 

CABLE, FILAMENT 



66C1-030 

TUBING, BLACK VINYL 

102221 

1C654 

CAPACITOR BOX ASSY. 

102297 

1D1560 

BRACKET ASSY., RECTIFIER 



R30 107512 

81C5 

RESISTOR 
10 OHMS lOOW 

TS-4 

102266 

1D999 

FINAL ASSY., CLOCK 



FILAMENT DROPPING AND 
MARGINAL CHECKING RESISTORS 
(SEE PAGE 1.13) 

102222 

1D659 

FINAL ASSY., BLOWER 

(BEHIND 47C8 FILTER) 



1.6 



1R937 
FRAME ASSY, G-15D 



103346 

5B206 

STRIKER, LEFT LOGIC 

18A38 

SHIM, STRIKER 



40B9 
EMBLEM 

12C16-008 
NUT, SPEED 



18B46 

SHIM, CORNER PANEL 

12015-001 
NUT, STRIP 
(NOT VISIBLE) 



105913 

38A5 

STRIP, ADHESIVE BACKED 



10490^ 

18C55 

SHIM^ LOGIC PANEL 

1054^5 
26D17 

HINGE, LEFT LOGIC PANEL 



1.7 




1033 
5C347 
BRACE, 
CORNER PANEL 



105491 
26A34 

CATCH, FEMALE 

5A346 103359 
SPACER, PANEL CATCH 



7 



10A.260 
7D96 

PANEL, LOWER LEFT 
SIDE 



12C14-011 
NUT, SPEED 



1R937 
FRAME ASSY., G-15D 



105i^g6 
26D18 
HINGE, RIGHT LOGIC PANEL 



10591 




103357 
5A343 
BRACKET, REAR MTG 



38A6 

STRIP, ADHESIVE BACKED 



1073 5 S 
5A344 

BRKT.. PANEL MTG. 
(NOT VISIBLE) 



1033/v7 
5B207 
STRIKER, 
RIGHT LOGIC 



1.8 



106/^32 

61A98 

CONNECTOR, MOD. FEMALE 
5B438-003 103376 
PLATE, CONNECTOR IDENT} 
6C113-004 10410^ 
DUST CAP 

106390 

61A20 

RECEPTACLE, FEMALE 

5B440-002 103379 
PLATE, CONNECTOR IDENT 

6C113-002 lOii.106 
DUST CAP 

106402 

61A33 

RECEPTACLE, FEMALE 

5B438-002 103375 
PLATE, CONNECTOR IDENT 



OUTSIDE VIEW 

REAR CENTER UPPER 

TRIM PANEL 




61A21 106391 
RECEPTACLE.FEMALE 
58439-002 10337^ 
PLATE, CONNECTOR IDENT. 

1B1426 

PLUG ASSY., SHORTING 



61A31 106400 
RECEPTACLE, FEMALE 
5B462-001 1033Sd 
PLATE, CONNECTOR IDENT. 

601 13-005 104109 
DUST CAP 



106005 
40A36 
NAME PLATE 

61A67 1°^- 
RECEPTACLE, AC OUTLET 



1042^3 

70393 

PANEL, REAR CENTER UPPER 

106393 

61A23 

RECEPTACLE, FEMALE 

5B463 103390 

PLATE, CONNECTOR IDENT. 

6C113-001 104105 
DUST CAP 



61A34 

RECEPTACLE, FEMALE 

5B440-001 

PLATE, CONNECTOR IDENT. 

6C113-002 104106 
DUST CAP 

106426 
61A77 

RECEPTACLE, FEMALE 
5B438-001 103374 
PLATE, CONNECTOR IDENT. 
6C1 13-004 10410d 
DUST CAP 

61A30 106399 
RECEPTACLE, FEMALE 

5B439-001 103377 
PLATE, CONNECTOR IDENT. 
6C113-003 104107 
DUST CAP 

106392 

61A22 

RECEPTACLE, FEMALE 

5B462-002 1033^9 
PLATE, CONNECTOR IDENT. 

6C113-005 104109 
DUST CAP 



1.9 



INSIDE VIEW 

REAR CENTER UPPER 

TRIM PANEL 



1065*06 
68C4-002 
FUSE MTG. STRIP, SAG 

105002 
20A92 

MARKER STRIP, FUSE 
(SEE PAGE 1.12) 



104i-iV2 
8C273-008 
STRIP, SCR. TERM BARRIER 

20B46 1^5064 
STRIP, TB-9 MARKER 




10225/1. 

1B930 

BD. ASSY., PWR. SUPPLY 

(SEE PAGE 1.14) 

8B263 10^4-/^27 

BOARD, TERMINAL INSULATE 



10Zv4^7 

8C273-014 

STRIP, SCR. TERM. BARRIER 

20B47 105065 
STRIP, TS-1 MARKER 



106Z,.23 
61A67 

RECEPTACLE, 
AC OUTLET 



1.10 



1R937 
PWR SUPPLY SECTION 



5C149 103331 
BRACKET, WRITE 
CABLE 



5R471 

FRAME DRILLED 



90C4 107.^14 
CHOKE, SWINGING 




5B198 103 3U 
BRACKET TB5 

8C275-009 I0Z.465 
STRIP, SCR. 

TERM. BARRIER 
20B29 105060 
STRIP TB5 
MARKER 



68C4-001 106^05 
FUSE, MTG. STRIP SAG 
(SEE PAGE 1.12) 

20B31 105062 
STRIP, TB7 MARKER 

8C273-006 lOhLhO 
STRIP, SCR. TERM. 
BARRIER 

5C460 1033^7 
BRACKET, FUSE MTG. 

TB-7 

— 87C11 107722 
TRANSFORMER, 
AUTO. 

T2 87C9 107720 

TRANSFORMER, 
PLATE 



87C8 107719 
TRANSFORMER FIL 



23C12 1052^r87C10 107721 
CASTOR TRANSFORMER PLATE 



87C12 107723 
TRANSFORMER, PLATE 



1D926 

SUPPORT ASSY., BLOWER 

(SEE PAGE 4.2) 



1.11 



MAIN POWER FUSE BLOCK 



20A91 1050f^l 
MARKER STRIP, FUSE 



95A7-027 

FUSE. SAG SLO. BLO. 

4A 125V 




68C4-001 106^5 
MTG. STRIP, FUSE 



68A1-018 -^106303 
FUSE, SAG 
8A 250V 



68A1-01S 1(7679?? 
FUSE, SAG 
2A 250V 



68A1-013 10/)79S 
FUSE, SAG 
2A 250V 



106?^03 
68A1-018 
FUSE, SAG 
8A 250V 



68A1-012' 106797 
FUSE, SAG 
I'M 250V 



68A1-016 I 106^01 
FUSE, SAG 
5A 250V 



LOGIC FUSE BLOCK 



68A1-01S 106796 
FUSE, SAG 
2A 250V 



20A92 1050?^2 
MARKER STRIP, FUSE 



68C4-002 106?06 
MTG. STRIf^ FUSE, SAG 




1.12 



FILAMENT DROPPING AND MARGINAL CHECKING 
RESISTORS 



10332g 
5B145 
BRACKET, RESISTOR MTG 



107503 
81C2-050 
RESISTOR 
5 OHMS 160W 



10332g 

5B145 

BRACKET, RESISTOR MTG 

5C146 103329 
BRACKET, RESISTOR MTG 




81C3 107505 
RESISTOR 160W 5000 OHMS 



107509 
81C4-250 
RESISTOR 25 OHMS 200W 



81C2-100 107504 
RESISTOR 10 OHMS 160W 



81C4-401 107510 
RESISTOR 400 OHMS 200W 



10750^ 
81C4-102 
RESISTOR IK 200W 



81C4-040 107506 
RESISTOR 4 OHMS 200W 

5C147103330 
BRACKET, RESISTOR MTG. 



81C4-050 107507 
RESISTOR 5 OHMS 200W 



1.13 



1B930 
BOARD ASSY., PWR. SUPPLY 



R 105 R 106 R 107 R 108 R 109 R 110 R 111 R 112 R 113 R 114 




80C15-432 1072S9 
RESISTOR 4.3K 
2W5% 



80C15-332 107283 
RESISTOR 3.3K 

2W5% 



1072 ^^9 
80C15-432 
RESISTOR 4.3K 

2W5% 



1C595 
CABLE ASSY., POWER 



61A25 
CONNECTOR, GAP 




67A98 
CABLE AWG 8 



61A27 106396 
CONNECTOR, BODY 



1.14 



SLIDE ASSEMBLY 



61A34 

RECEPTACLE, FEMALE 



1E908 102251 

WIRED ASSY., TAPE PUNCH 




61A29 IO639S 
RECEPTACLE, FEMALE 



26C22 105^4.^9 
SLIDE SUPPORT MOD. 



1E839 102246 

WIRED ASSY., TAPE READER 



1.15 



SECTION TWO 
MAGAZINE ASSEMBLY 



1C487 
MAGAZINE ASSY., TAPE 




6C95 

COVER, TAPE READER MAG. 

13A34 

STUD, TAPE MAGAZINE 

27A37 105610 
SHAFT, MAGAZINE REEL 

34A27 

SPRING, MAGAZINE REEL I 



31B35 

HUB, MAGAZINE REEL 

34A29 

SPRING, REEL HUB 

24 AU 
BALL 

23 B8 

DISC, MAGAZINE REEL 



1C486 

COVER ASSY., 
TAPE MAGAZINE 




1C684 102224 
REEL ASSY., 
TAPE MAGAZINE 



2.2 



SECTION THREE 
TEST PANEL ASSEMBLY 



1D596 102220 
TEST PANEL 
FRONT 



11A18-002 104639 



63A40-009 106601 



JACK, INSULATED BANANA SWITCH, PUSH BUTTON 



63A53 10660^ 
SWITCH, TOGGLE 



11A14-001 104635 
TERMINAL POST, SWAY 



63A40-002 106600 
SWITCH, PUSH BUTTON 



63A52 106607 
SWITCH, PUSH BUTTON 



68A2 1065*04 
FUSE HOLDER, PANEL 




5B477 103395 
ANGLE, TEST PANEL 



5B476 103394 
BRACKET, 
TEST PANEL 



11A14-002 IOij636 
TERMINAL POST, 
SWAY 



7C133 10426, 
PANEL, MARKED TEST 



1B5S9 

CABLE ASSY., (BLACK) 



3.2 



ID596 1(^2?07 102220 
TEST PANEL, 
REAR 



18C82-004 10A,926 
SPACER 



80C13-102 10719?^ 
RESISTOR IK 1W5PRCT 




1B555 

BOARD ASSY., TEST PANEL 



1B909 

TAPER PIN BLOCK ASSY. 



/" 



z 



61A14 106384 
CONNECTOR, TAPER PIN 



18C82-005 104927 

SPACER 

(NOT PART OF 1B909) 




61A11 106383 

CAP, TAPER PIN BLOCK 



61A10 106382 
CONNECTOR, TAPER PIN 



104900 

18A27 

SPACER, TAPER PIN 



3.3 



SECTION FOUR 
CAPACITOR BOX ASSEMBLY 



1C654 
CAPACITOR BOX 



? 



21 



1D926 

SUPPORT ASSY., BLOWER 



6D68 10409^ 

COVER, PWR. SUPPLY CAP 



5A518 103/^04 
BRACKET, SPRING CLIP 



20B30 105061 
STRIP, TB6 MARKER 



25C24-002 
CABLE CLAMP, 
CUSHIONED 




81C27-tJ21 107605 
RESISTOR, ADJ. 
1.5K SOW 



81C8-026 107553 
RESISTOR, 1.5K 

20W 5% 



81C8-041 107555 ^80276-010 10^^^ 
RESISTOR, 7.5K STRIP, SCR. 

20W 5% TERM. BARRIER 



4.2 



1C654 102221 
CAPACITOR BOX ASSY. 



5C539-078 103^10 
STANDOFF, SWAGE TYPE 



4D29 10328^7 

CHASSIS, PWR. SUPPLY CAPACITOR 




17C5-004 10/f^49 
GROMMET 



CI 


70A7-001 


CAPACITOR 


150MFD 


C2 


70A7-001 


CAPACITOR 


150MFD 


C3 


70A7-001 


CAPACITOR 


150MFD 


C4 


70A7-002 


CAPACITOR 


90 MFD 


C5 


70A6 


CAPACITOR 


lOOOMFD 


C6 


70A6 


CAPACITOR 


lOOOMFD 



300V 106^29 

300V 106f^29 

300V 106^29 

475V 106830 

25V 106^^28 

25V 106828 



4.3 



SECTION FIVE 
BLOWER ASSEMBLY 



1C659 102222 
BLOWER ASSEMBLY 



1E371 102205 
BLOWER ASSY., 
SPOTWELDED 



5C158 10333^ 
BKT., FAN MTG 



8C273-003 10443^ 
STRIP, SCR. TER, BARRIER 

20A45 105063 
STRIP, TS-3 MARKER 




47C8 106131 
FILTER, AIR 



56A23 106l7i+ 

FAN 

1550 RPM 



17C9-003 10i^?^56 
GROMMET, RUBBER 



5.2 



SECTION SIX 
MEMORY DRUM ASSEMBLY 



The memory drum is a precision unit and must be adjusted only by Bendix authorized personnel. 
Incorrect adjustment procedure may cause damage to the memory rotor. 

Removal of the cover by an unauthorized person voids any guarantee, warranty, or responsi- 
bility of the Computer Division of Bendix Aviation Corporation. 



DRUM & MOTOR ASSEMBLY 



1EG87 102223 

FINAL ASSY., MEMORY DRUM 



30A9 1056^6 
COUPLING, FLEXIBLE 




10418 

BRACKET ASSY., SUPPORT 



18C93 104941 
SHIM, MEMORY DRUM 

38C2 105912 
PAD, MEMORY DRUM 



106173 

56C21 

MOTOR 



6.2 



1E667 102223 
FINAL ASSEMBLY, T\^EMORY DRUM 



21A14 105260 

GASKET, EXTERIOR NEOPRENE 



21B8 105259 

GASKET, REAR DUST COVER 



6D63 104093 

COVER, HD. MOUNT DUST 



READ CABLE 



WRITE CABLE 



61C47 106jM1 
CONNECTOR, SHELL 



PLF-4 



61A28 106397 
CONNECTOR 



18B50 104907 
SPACER, CONNECTOR 



6C26 104090 
COVER, DUST 




61A35 106403 
CONNECTOR 



6.3 



1E667 102223 
MEMORY DRUM 
(COVER REMOVED) 



5B277 103353 

PLATE, HEAD MOUNT WIRE EXIT 



5B276 103352 

BLOCK, HEAD MOUNT WIRE EXIT 



27A29 

TUBE, HEAD MOUNT WIRE EXIT 



VIEW A-A 

LONG TRACK WRITE HEADS 

(SEE PAGE 6.6) 



5D269 

BRACKET, HEAD BLOCK LH 




VIEW B-B 
SHORT TRACK READ 
AND WRITE HEADS 
(SEE PAGE 6.7) 



VIEW C-C 

LONG TRACK READ HEADS 

(SEE PAGE 6.8) 



103354 

5A279 

STANDOFF, DUST COVER 



5D273 •<03351 
PLATE, HEAD MOUNT 



1B1742 102303 
MAGNET ASSY., Et 
(SEE PAGE 6.5) 



RASE 



5D268 

BRACKET, HEAD BLOCK RH 



6.4 



1B1742 102303 
MAGNET ASSY., ERASE 




5B275 

PLATE, ERASE MAGNET MTG. 



57B7 

MAGNET, ERASE 



18A111 
SPACER, BRASS 



18A110 
SPACER, STEEL 



6.5 



VIEW A-A 
LONG TRACK WRITE HEADS 




18B45 
SPACER, 



18B49-»2 104906 
SPACER, BUNK HEAD 



35E37 

BLOCK, LONG TRACK HEAD MOUNT 



en 



THIS IS THE ASSEMBLY ARRANGEMENT AFTER FINAL CHECKOUT. 






VIEW B-B 
SHORT TRACK READ AND WRITE HEADS 



64B2 
SHIELD. 2/4 



106700 

, 2/4 WORD 10 HEAC 



,8845 10i^902^ 

SPACER, HEAD MOUNT 




,8B45 10i^.90i^ ,C547 102213 
SPACER, HEAD MOUNT HEAD ASSY., ADJ. READ 



35E38 

BLOCK 1,2.'4 WORD HEAD MOUNT 



VIE* C-C 
LONG TRACK READ HEADS 



en 
bo 




18B45 10/. 904 
SPACER. HEAD MOUNT 



35E37 

BLOCK. LG. TRACK HD.MT. 



SECTION SEVEN 
READ PRE-AMP. ASSEMBLY 



1E731 102236 
FINAL ASSY., READ PREAMP. 



8C276-005 lO/ii^y/^ 
STRIP, SCR. TERM. BARRIER 

20A28 105059 

STRIP, READ PREAMP. MARKER 



61A35 106403 
CONNECTOR 



PLM-4 



70ATI 106634 
CAPACITOR 
1 MFD 400V 



4D19 1032^^6 
CHASSIS, 
PREAMP MARKED 



17C9-010 104?*59 
GROMMET, RUBBER 




61A28 106397 
CONNECTOR 



PLF-3 



/ 




,^» "S^ ."sSi 1^ in r^ /% M 



v^ ■$ ^ '3 '^ % # Ilk" ' S 

^.#\ %• #■ # %' %■) l^^W 



jA^ '^ 



1 • 2 * 3 



4 ' S 



.4n 



.^. 



'> ' .> -^ ^# "-^^ ^:% '^ .-< '»-t^%. 



'^^.l^S^:®^^^^^^1 






ff 9 



^ 



fs^ 



<f *. ,r -•* I 



• • 9 



4^ ^ 

• 4 '5 



I • a '3 



'P^ f> :*? -^ 



84C9-103 1076^3 
RESISTOR, VARIABLE LOCK 

lOK '/2W 20% 




64A6-002 106702 
SHIELD, TUBE 

93A2 107943 
TUBE 5965 

5A517 103403 
BASE, TUBE SHIELD 



7.2 



1E731 102236 
FINAL ASSY., READ PREAMP. 



61A28 106397 
CONNECTOR 



PLF-3 



90A8-011 107816 
CHOKE, AIR CORE TYPE 




61A35 106403 
CONNECTOR 



1C392 102206 
TURRET ASSY., PREAMP. 
(SEE PAGE 7.4) 



7.3 



1C392 102206 
TURRET ASSY.. PREAMP. 



80C10-104 10704?* 
RESISTOR lOOK 

I/2W 5% 




73C2-103 106QQ7 
CAPACITOR .01 MFD 
400V 



80C10-182 107073 
RESISTOR 1.8K 

>/^W 5% 



80C10-221 1070^2 
RESISTOR 220 OHMS 

'/2W 5% 



62A7-005 106575 
TURRET, SOCKET 




73C3-274 107011 
CAPACITOR .27 MFD 
200V 



80010-2221070^3 
RESISTOR 2.2K 

'/2W 5% 

80C13-153 107204 

RESISTOR 15K 

IW 5% ^ 

80C10-182 107073 
RESISTOR 1.8K 
'/2W 5% 



7.4 



_j 



SUPPORT AND BRACKET ASSEMBLIES, PREAMP. 




1C395 

SUPPORT ASSY., PREAMP. 



1B391 

BRACE ASSY., SUPPORT 



1B390 

BRACKET ASSY., CHASSIS 



7.5 



SECTION EIGHT 
TAPE READER ASSEMBLY 



FRONT PANEL 
(FRONT VIEW) 



32B5 105'?'-2 
GUIDE, TAPE READER 



13B20 10^.733 

STUD, FRONT PANEL TAPE 



1B513 in;.2ii 

HANDLE ASSY. 



63A14 1065" 
SWITCH, LEVER 

39W36 105953 
HANDLE, SWITCH 



7C189 10^v270 
PANEL, MARKED FRONT 




1B830 1022/,. 
COUPLING ASSY. 
(SEE PAGE 8.8) 



13A19l''*^.732 

STUD, MAGAZINE 
LOCATING 



63A62-002 in66l'i 

SWITCH, 

2 POSITIONS 



ID 808 10221.2 
HEAD ASSY., 
TAPE READER 
(SEE PAGE 8.18) 

32B10 10 5''-:^3 
GUIDE, TAPE 



t 



106001 
MIRROR, TAPE READER 

5A456 10". 3 ^5 
PLATE, MIRROR NUT 



8.2 



1E839 1022/^6 
WIRED ASSY., TAPE READER 
(BOTTOM-REAR VIEW) 



6B78 I0A.096 
COVER, LOWER 



1A816 

PLATE ASSY. 
COVER NUT 



66C1-026 

TUBING, BLACK VINYL 




61A84 10642^ 
CONNECTOR, MALE 



6B79 10/^.097 

COVER, LEFT HAND SIDE 



8.3 



1B1755 

BRACKET ASSY., LAMP 



10 kt^2D 

15C26-006 
ROLL PIN 




33B33 105799 

ARM, HEADMTG 



18A117 104945 

SHIM, PIVOT ARM 



1C826 

PANEL ASSY., FRONT 



18A57 10/4.909 
WASHER, PIVOT ARM 



31C41 105702 
BUSHING, HANDLE 



34A23 105^44 
SPRING COMPRESSION 



18A59 104911 
WASHER, ACTUATING ARM 



27B40 IO56I2 
ROD, HEADMTG. ARM PUSH 



105270 



22 B2 

CAM, PHOTO DIODE 



FRONT PANEL 

HANDLE AND LIGHT MECHANISM 

(REAR VIEW) 



1B829 

PLATE ASSY., NUT 



5D414 103371 
BRACKET, LEFT 



1E839 102246 
WIRED ASSY, TAPE READER 
(TOP-REAR VIEW) 



1C846 
COVER ASSY. 



•^ • X V 




8.5 



POTENTIOMETER ASSY. 



5B411 10336* 
BRACKET, POT. MTG. 



5C419 103372 
BRACKET, RIGHT, MARKED 



107675 
84C2-255 

RESISTOR, VAR.,COMP 
2.5 MEG. 2W 



8C341-006 104497 
STRIP, TERM, BARRIER 

9A12 104600 
STRIP, MARKER 




1A822 

BRACKET ASSY., TERM. 



25C30-006 
CLAMP TYPE 6 

62A4-007 106 56g 
SOCKET, TUBE, 7 PIN 



8.6 



1 cs^? 

MOTOR ASSY., TAPE READER 



1B830 102243 
COUPLING ASSY., 
(SEE PAGE 8.8) 



K 813 

GEAR REDUCTION DRIVE 




5A387 103364 
STANDOFF, DRIVE MOTOR 



56C28 106l7f^ 
MOTOR, NON-SYNC. 
DYNAMIC BRAKING 



8.7 



1B830 102243 
COUPLING ASSEMBLY 



23B7 ]05279 

DISC, COUPLER, DRIVEN 



15A9 

RIVET, RD. HEAD, SOLID 




34A28 105^46 
SPRING, RETAINER 



34A26 105^45 

SPRING, COUPLER, TORSION, LOW^R 



SPRING, COUPLER, TORSION, UPPER 
34A78 105873 



23B6 10527?^ 

DISC, COUPLING, DRIVE 



8.8 



TAPE READER 
CHASSIS. UPPER 



1B806 

BOARD ASSY., TBI, WIRED 

(SEE PAGE 8.10) 



1C798 102239 
GUIDE ASSY., TAPE 




1B807 

B0ARDASSY.,TB2, WIRED 
(SEE PAGE 8.10) 



57A5 ^^ 106239 
RELAY, 4PDT 



4D38 103290 
CHASSIS, UPPER 



\ 

70A3 106^26 
CAPACITOR 
75-75MFD 300V 



62B2 106567 
SOCKET, 9 PIN, TUBE 



8.9 



1B806 
BOARD ASSY.. TBI WIRED 



107202 
80C13-150 
RESISTOR 15 OHMS 
IW 5% 



107007 
7303-104 

OAPAOITOR 
.1 MFD. 200V 



10699^ 
7302-104 

OAPAOITOR 

.1 MFD. 400V 




iMBttMliMtiiiii',ia* f 






91A1-005 IO7S6O 
OHOKE, RF, IRON CORE 



93A6 1079i^7 
REOTIFIER 

6602-029 

TUBING, OLEAR VINYL 



1B807 
BOARD ASSY., TB2 WIRED 




RIO 
R27 



107117 
80010-471 
RESISTOR 470 OHMS P 5% 




80010-104 ^10704S 
RESISTOR lOOK '/2W 5% 




^^ 7302-473 10700/^ 
/ OAPAOITOR 

.047 MFD. 400V - 



91A1-005 107560 
OHOKE, RF, 
IRON OORE 



7302-104 10609?^ 

OAPAOITOR 

.1 MFD. 400V 



81021-121 1075?^^ 
RESISTOR 120 OHMS 
3W 5% 



93A6 107947 
RECTIFIER 

6602-029 

TUBING, CLEAR VINYL 



8.10 



LOWER CHASSIS 
(TOP VIEW) 



1B919 

BOARD ASSY., 
TBS TERM 
(SEE PAGE 8.12) 



1C1232 1022gg 
TRANSFORMER. 24V 



8C224 10U25 
BOARD, LOWER INSUL. 



4D39 103291 
CHASSIS, LOWER 




93A2 107943 
TUBE 5965 



31A56 105714 
PLUG, 9 PIN 
(SEE PAGE 8.17) 



8.11 



1B919 
BOARD ASSY., TB3 TERM 




T»-3 



C12 



C13 



C14 



C15 




R57 -^ 



73C2-474 107005 
CAPACITOR .47 MFD. 400V 



80C13-180 107205 
RESISTOR 18 OHMS IW 



8.12 



UPPER CHASSIS 
(BOTTOM VIEW) 



81C18-021 1075?^1 
RESISTOR, IK 25W VAR 



25C30-006 
CLAMP, TYPE 6 



4D38 103290 
CHASSIS, UPPER 




CAPACITORS SUPPLIED 
WITH MOTOR 
1.15 TO 1.25 MFD 
220 VAC 



70A3 106^26 
CAPACITOR 
75-75 MFD 300V 

31A63 105721 
SLEEVE, INSULATION 



57A5 106239 
RELAY, 4PDT 

1C798 102239 
GUIDE ASSY., TAPE 



8.13 



*SERIAL 1 THRU 132 USE 93A7 TUBE, 
UNLESS SOCKET WIRING IS MODIFIED 



LOWER CHASSIS 
(BOTTOM VIEW) 



4D39 103291 
CHASSIS, LOWER 



18C82-002 
SPACER 
(NOT VISIBLE) 




1D837 102245 

BOARD ASSY., COMPONENT 



8.14 



1D837 102245 
BOARD ASSY., COMPONENT 




ID836 102244 

BOARD ASSY., EYELETTED 



8.15 





1D837 
BOARD ASSEMBLY, COMPONENT 




CIRC. SYM. 


PART NO. 




DESCRIPTION 


R13, 15, 19, 21, 23 


80C10-204 


1070 ?^0 


RESISTOR 1/2W 5% 


R17 


80C10-105 


107049 


RESISTOR 1/2W 5% 


R30, 32, 34, 36, 38 


80C28-513 


1073 1« 


RESISTOR, 1/4W 1% 


R31, 33, 35, 37, 39 


80C28-184 


107315 


RESISTOR 1/4W 1% 


R40,42,44,46,48 


80C10-152 


107065 


RESISTOR 1/2W 5% 


R41, 43, 45, 47, 49 


80C30-473 


107327 


RESISTOR 1/2W 1% 


CR17, 18, 19,20,21 


94C1 


107964 


DIODE, GERMANIUM GP 


R50, 51,52,53, 54 


80C30-183 


107323 


RESISTOR 1/2W 1% 


R55 


80C15-153 


107263 


RESISTOR 2W 5% 


R56 


80C10-511 


107122 


RESISTOR 1/2W 5% 


R57 


80C10-222 1070*3 


RESISTOR 1/2W 5% 


C16 THRU C20 


73C2-182 


106999 


CAPACITOR 



8.16 



1D808 102242 
HEAD ASSY., TAPE READER 



6B48 104091 

COVER, PHOTO DIODE BLK. 




67A83-008 

CABLE, MULTICONDUCTOR 



31A56 105714 
PLUG, 9 PIN 



8.17 



1D808 102242 
HEAD ASSY., TAPE READER 



25C30-002 
CLAMP 



,35C43 105?^f^5 
BLOCK, PHOTO DIODE MTG. 



1B506 102210 

BOARD ASSY., PHOTO DIODE 



107966 
94A5 1N77B 
PHOTO DIODE 




105919 
*38A1G 
CUSHION, DIODE 



1C820 

BLOCK ASSY., 
PHOTO DIODE 



*USE 38A3 CUSHION 
WHEN USING PHOTO 
DIODE TYPE 1N77A 



8.18 



SECTION NINE 
TAPE PUNCH ASSEMBLY 



1E908 102251 
IRED ASSY., TAPE PUNCH 



7C201 104273 
PANEL, TAPE 
CONTAINER 



18C82-006v 10492^ 



13C23-37 
SCR., BIND. HD 
6-32 NC 




1A903 102249 5C453 1033?^3 
HUB ASSY., TAPE BRACKET, 

CONNECTOR MTG 



25C24-005 PLF-15 / PLM-15 

CLAMP, CABLE 
CUSHIONED 

61A34 

RECEPTACLE, FEMALE 



61A29 106-500 
RECEPTACLE, FEMALE 



32A16 1057^5 
GUIDE, 
TAPE PUNCH 



106176 
56C24-002 
MOTOR 

1A905 

CLIP ASSY., 
TAPE PUNCH 



1B897 1022/,?^ 
TUBE ASSY., CHAD 



13B21 10Z;734 
STUD, TAPE PUNCH 



9.2 



J 



1E908 102251 
WIRED ASSY., TAPE PUNCH 



1B902 

GUSSET ASSY., 
FRONT 



57A17 1062U 
RELAY, MOTOR 
STARTING 




23B9 

PULLEY, TAPE PUNCH 

34A42 105^^51 
SPRING, PUNCH CLUTCH 
(NOT VISIBLE) 



63A37 10659^ ' ,25030-002 

SWITCH, PUSH BUTTON / CLAMP, TYPE 6 



25C30-002 
CLAMP, TYPE 6 



61A26 106395 
CONNECTOR 
21 PIN 



105 



35^ 25A27 
BELT 



23B10 1052f*0 
PULLEY, MOTOR 

17C9-006 104^57 
GROMMET, RUBBER 





8C276-002 104^^71 
STRIP. SCREW 
TERM BARRIER 



20A59 105071 
STRIP, TS-13 MARKER 



10656^ 



105360 



25C30-005 
CLAMP, TYPE 6 



7B200 10427 
PANEL, TAPE 
PUNCH TUBE 

62A4-007 
SOCKET, 
TUBE 7 PIN 

25A29-002 
CLAMP, TUBE 



1D912 102253 

BD. ASSY., COMPONENT 

(SEE PAGE 9.4) 

9C15 104602 
BOARD, INSULATING 

80010-474 107120 
RESISTOR 470 K 

y2W 5% 



93A5 107946 
TUBE2D21 



1B904 

GUSSET ASSY., 
TAPE PUNCH 

5D454 1033^4 
BRACKET, 
TAPE PUNCH 



1C900 

PANEL ASSY.. TUBE 



9.3 



1D912 102253 

BOARD ASSY., COMPONENT 



107%7 
93A6 
RECTIFIER 



80C15-203 107269 
81C6-034 107524 RESISTOR 20K 

RESISTOR, 3K 5W 10% 2W 5% 



R-2 



R-22 



81C6-030 ^ 107523 
RESISTOR, 20K 2W 5% 



80C13-471 107227 
RESISTOR 470 OHMS 

IW 5% 




80C15-101 107253 
RESISTOR 100 OHMS 
2W 5% 



60A11 1063^3 

RECTIFIER, 

SELENIUM 

5A179 1033^4.0 
STANDOFF, 
DIODE BOARD 



9.4 



SECTION TEN 
CONTROL PANEL ASSEMBLY 



1E911 102252 
CABLE ASSY., CONTROL PANEL 
(FRONT) 



,95A4 
LIGHT, BLANK LENS 



O O O0OOO OOCr 
00# O00OO O O 
O 0O®OO O 



5A401 103366 
PLATE, SWITCH MOUNTING 

SWITCH, TUMBLER 



39A19 
KNOB 



1059U 




95A1 10791^?^ 
LAMP, PANEL 

95A3-001 107199 
SOCKET, LAMP 




63A33-009 
SWITCH 



56594 



### 

0/0 



95A1 1079^^ 
LAMP, PANEL 

95A3-002 107^91 
SOCKET. LAMP 



39C21-002 105945 
KNOB, ROUND 



95A2 1079^9 
LAMP, PANEL 

95A3-003 107992 
SOCKET, LAMP 



63A48-006 106603 
SWITCH 



MARGINAL CHECK 


CONTROLS 


A +100 


B +160 


C +250 


D -13 


E -20 


F-160 



105943 



39A18 
KNOB 

7E202 ^ 104274 
PANEL, CONTROL 



10.2 



80C15-103 107255 
RESISTOR lOK 
2W 5% 



1E911 102252 
CABLE ASSY., CONTROL PANEL 
(REAR) 




1B909 

TAPER PIN ELK. ASSY. 

32B14 1057^4 
GUIDE, CHAD BOX 



11A15 104636 
TERMINAL, INSULATED 



84C2-103 107672 
RESISTOR VAR. COMP 
lOK 2W 20% 

59C6-004 
VOLTMETER AC 

24A11 105325 
BEARING, PANEL 



59A1 

METER, PERCENT DC VOLTS 

84A3 

VAR. TRANS 



59 C3 

METER, MOD., ELAPSED TIME 



84A4 1076*1 
RHEOSTAT 4 OHMS SOW 



61A14 1063 S/.. 
CONNECTOR, TAPER PIN 



61A11 1063*3 t 

CAf^ TAPER PIN BLK. ' 



18A27 104900 
SPACER, TAPER PIN 

10.3 



63A61 106613 
SWITCH, ROTARY SPOT 



1C664 

SWITCH ASSY., CONTROL 

PANEL 

(SEE PAGE 10.5) 



63A61 106613 
SWITCH, ROTARY SPOT 



1B909 

TAPER PIN BLOCK ASSY. 



61A10 106352 
CONNECTOR, TAPER PIN 



VARIAC TRANSFORMER & POWER SWITCH ASSY. 



8A219 10Z^423 
BD.,SWITCH INSUL. 

5B408 103367 
ANGLE, SWITCH MTG 



63C46 

SWITCH, TUMBLER 




27A22 105603 

SHAFT, 

VAR. TRANS. DRIVE EXT. 



30A4 1056^4 
COUPLING, SHAFT 



5D400 103365 

BKT., VAR. TRANS. MTG 



8481 107669 
TRANS., VAR. 



30A5 1056^5 
COUPLING 

22B6 105271 
DRIVE, RIGHT ANGLE 



10.4 



1C664 
SWITCH ASSY., CONTROL PANEL 




9B6 -^104599 
BOARD, RESISTOR MTG. 



63B17 1065^5 
SWITCH, VM SELECTOR 



^^^^ 



81C23-005 -^107596 
RESISTOR 41680 OHMS 

IW 1/2% 

81023-003 - — 107594 
RESISTOR 31250 OHMS 

IW 1/2% 



81C23-002 107593 
RESISTOR 5208 OHMS 
IW 1/2% 




81C23-001 
RESISTOR 3385 OHMS 

IW 1/2% 

81C23-004 107595 
RESISTOR 32550 OHMS 
IW 1/2% 






10.5 



SECTION ELEVEN 
RIGHT LOGIC PANEL ASSEMBLY 



1R931 
PANEL ASSY., RIGHT LOGIC 



7D296 10.',.279 
PANEL, LOGIC DOOR 
(SEE PAGE 11.7) 




38A10 105917 
STRIP, SPONGE RUBBER 



8C273-002 10L,/,37 
STRIP, SCR TERM BARRIER 



DIODE PACKAGES 
(SEE SECTION 18) 



1C489 102209 
BRACKET ASSY., LATCH 
(SEE PAGE 11.5) 

TUBE PACKAGES 
(SEE SECTION 17) 



7D70 104257 
PLATE, LOGIC BAFFLE 



11.2 



6D94 lOZvlOO 
HOUSING, LOGIC FAN 



1R931 
PANEL ASSY., RIGHT LOGIC 



1D935 

BOARD ASSY., 
PRIMARY BUS 



70A16 106^39 
CAPACITOR 
47MFD 200V 




26D18 105^^6 

HINGE, RIGHT LOGIC PANEL 



25C24-004 
CLAMP, CABLE, 
CUSHIONED 

25C24-006 
CLAMP, CABLE, 
CUSHIONED 

25C24-004 
CLAMP, CABLE, 
CUSHIONED 

25C24-007 
CLAMP, CABLE, 
CUSHIONED 



llAlO-002 104629 
TERMINAL, Y TYPE, SOLDER 



TAPER PIN BLOCK 
(SEE PAGE 11.6) 



11.3 



61C16 1063^6 
CONNECTOR, PLUG-IN PACKAGE 



1R931 
PANEL ASSY., RIGHT LOGIC 



26D18 1054^6 

HINGE RIGHT LOGIC PANEL 




8D69 / 104413 
BOARD, SECONDARY BUS 

8D68 104412 

BOARD, SECONDARY BUS 

8D267 104431 
BOARD, SECONDARY BUS 




8D264 10442^ 
BOARD, 
SECONDARY BUS 

67D19-001 106710 
BAR, FIL BUS 

67D19-002 106711 
BAR, FIL BUS 

8D72 104415 
BOARD, SECONDARY BUS 

8D71 104414 

BOARD, SECONDARY BUS 



18A66 104912 
SPACER, FIL. BUS BAR 

31A48 10570 
RETAINER, FIL. BUS BAR 

18A67 104913 
SPACER, FIL. BUS BAR 



11.4 



LATCH MECHANISM 




33A16 105793 
BUTTON, LATCH 

31C50-010 105709 
RETAINING RING, EXT. 

27B21-001 105602 
ROD, LATCH PUSH 



34A18 105^43 
SPRING, LATCH 



31A25 
BUSHING, LATCH 



33B18 105795 
LEVER, LATCH 



1C489 102209 
BRACKET ASSY., LATCH 



11.5 



i 



1R931 
PANEL ASSY., RIGHT LOGIC 



31C47 105706 

RING, LOGIC PANEL FAN 



25B22 105355 
STRAP, FAN MTG. 




25B23 105356 
STRAP, FAN MTG. 



56C33 106180 

MOTOR, LOGIC PANEL FAN 



56C17 106170 
FAN, LOGIC PANEL 



TAPER PIN BLOCK (TYP) 
(SEE PAGE 11.3) 



61A14 1063^4 
CONNECTOR, TAPER PIN 



5A121 103326 
STANDOFF, BLOCK MTG. 




61A11 106383 
CAP, TAPER PIN BLK. 

61A10 106382 
CONNECTOR, TAPER PIN 



18A27 ^ 10^900 

SPACER, TAPER PIN 



11.6 



DOOR, RIGHT LOGIC 



7D296 104279 
PANEL, LOGIC DOOR 



5A689 103/^25 
PLATE, DOOR STRIKER 



5A634 103423 
PLATE, DOOR STRIKER 




26D18 105486 
HINGE, DOOR 



11.7 



SECTION TWELVE 
LEFT LOGIC PANEL ASSEMBLY 



1R932 
PANEL ASSY, LEFT LOGIC 



38A10 ^-- — 105917 
STRIP, SPONGE RUBBER 



102209 



1C489 

BRACKET assy:, LATCH 

(SEE PAGE 12.5) 

TUBE PACKAGES 
(SEE SECTION 17) 

DIODE PACKAGES 
(SEE SECTION 18) 

7D70 
PLATE, 



8C273-002 104437 
STRIP, SCR TERM BARRIER 




7D296 104279 
PANEL, LOGIC DOOR 
(SEE PAGE 12.7) 



12.2 



IR932 
PANEL ASSY., LEFT LOGIC 



ID936 

BOARD ASSY., PRIMARY BUS 



26D17 105435 

HINGE, LEFT LOGIC PANEL 



llAlO-002 104629 
TERMINAL. Y TYPE SOLDER 



70A16 106^39 
CAPACITOR 
.47 MFD 200V 

6D94 104100 
HOUSING, LOGIC FAN 



25C24-004 
CLAMP, CABLE 
CUSHIONED 

25C24-006 
CLAMP, CABLE 
CUSHIONED 

25C24-004 
CLAMP, CABLE 
CUSHIONED 

25C24-007 
CLAMP, CABLE 
CUSHIONED 




TAPER PIN BLOCK ASSY. 
(SEE PAGE 12.6) 



12.3 



26D17 1054^5 
HINGE, LEFT 
LOGIC PANEL 



1R932 
PANEL ASSY., LEFT LOGIC 



61C16 1063^6 
CONNECTOR, 
PLUG-IN PACKAGE 




8D264 10442 g 
BOARD, 

SECONDARY BUS 

67D19-001 i067 
BAR, FIL. BUS 



67D19-002 IO67I 
BAR, FIL. BUS 

8D72 IO4/I15 
BOARD, SECONDARY BUS 

8D71 104414 

BOARD, SECONDARY BUS 



8D69 104413 
BOARD, 

SECONDARY BUS 

8D68 104412 

BOARD, SECONDARY BUS 

8D267 104431 
BOARD, SECONDARY BUS 




18A66 104912 
SPACER, FIL. BUS BAR 



31A48 105707 
RETAINER, FIL. BUSBAR 

18A67 104913 
SPACER, FIL. BUSBAR 



12.4 



LATCH MECHANISM 




33A16 105793 
BUTTON, LATCH 

31C50-010 105709 
RETAINING RING, EXT. 

27B21-001 IO56O2 
ROD, LATCH PUSH 



34A18 105«i^3 
SPRING, LATCH 



4^ 







31A25 
BUSHING, LATCH 



33B18 105795 
LEVER, LATCH 



1C489 102209 
BRACKET ASSY., LATCH 



12.5 



1R932 
PANEL ASSY, LEFT LOGIC 



31C47 105706 

RING, LOGIC PANEL FAN 



25B22 105355 
STRAP, FAN MTG. 




25B23 105356 
STRAP, FAN MTG. 



56C33 1061^0 
MOTOR, LOGIC PANEL FAN 



56C17 106170 
FAN, LOGIC PANEL 



TAPER PIN BLOCK (TYP) 
(SEE PAGE 12.3) 



61A14 1063^4 
CONNECTOR, TAPER PIN 



5A121 103326 
STANDOFF, BLOCK MTG 



18A27 
SPACER, TAPE' 




61A11 1063^3 
CAP, TAPER PIN BLK. 



61A10 1063^2 
CONNECTOR, TAPER PIN 



12.6 



26D17 1054^5 
HINGE, DOOR 



DOOR, LEFT LOGIC 




7D296 104279 
PANEL, LOGIC DOOR 



5A689 103425 
PLATE, DOOR STRIKER 



5A634 103423 
PLATE, DOOR STRIKER 



12.7 



SECTION THIRTEEN 
RELAY CHASSIS ASSEMBLY 



IE 962 
WIRED ASSEMBLY, RELAY CHASSIS 



TB-l 



66C1-013 
TUBING, 
BLACK VINYL 



TB-2 




58C7 106325 
BELL 



6C101 10410/f 

COVER, 

POWER SUPPLY RELAY 



18082-002^^04924 
SPACER 



19A25-001 ^ 105040 
WASHER, INSULATING 



17C9-006 104^57 

GROMMET, 

RUBBER 



6057 104092 
COVER, 
RELAY CHASSIS 



107569 
81013-009 
RESISTOR 
50 OHMS 
25W 



13.2 



IE 962 
WIRED ASSEMBLY, RELAY CHASSIS 



6B100 104103 
COVER, LOGIC RELAY 



V5 V4 V3 V2 VI 





'^-^^"^^m 



SW-IO 



57C20 
RELAY 




63A36 106597 
/ SWITCH, TOGGLE 



V12 VI 1 VIO V9 V8 V7 V6 



105034 



19A6 

SPACER, TAPER PIN BLOCK 



61A14 

CONNECTOR, SINGLE 1063^4 

TAPER PIN 

61A11 

CAP, TAPER PIN BLOCK 



61A15 1063^5 
CONNECTOR DOUBLE 
TAPER PIN 



61A11 

CAP, TAPER PIN BLOCK 1063?^3 

13.3 




61A10 1063^2 
CONNECTOR, TAPER PIN 



18A27 104900 
SPACER, TAPER 
PIN 



1E962 
WIRED ASSEMBLY, RELAY CHASSIS 



5B481-002 

STANDOFF, RELAY CHASSIS 

57A5 
RELAY 

"\ 

RY-1 




<n&^ 




5A478 

PLATE, PLUG-IN RELAY 

5B481-003 

STANDOFF, RELAY CHASSIS 




4E53 

CHASSIS, RELAY DRIVE TUBE 



S^j^j* ^ 



W^iiS 




17C5-003 
GROMMET 

30A11 

COUPLING, 

FLEXIBLE 



56C20 

MOTOR, 6RPM TIMER 

56C19 

MOTOR, IRPM TIMER 



5B479 

BRACKET, RELAY CHASSIS 



17A4 
GROMMET 



18A74 
SPACER 



13.4 



1E962 
WIRED ASSEMBLY, RELAY CHASSIS 



62B2 

SOCKET, 9 PIN TUBE 



1C952 

BOARD ASSY. REL. CHASSIS 

(SEE PAGE 13.8) 

20B63 

BOARD, RELAY INSULATING 



63B27 

SWITCH SW7 TIMER 

63A28 

SWITCH SW6 TIMER 




6A99 

COVER, RELAY 

18C91-007 
SPACER 

5B481-001 

STANDOFF, RELAY CHASSIS 



17C5-007 

GROMMET 



57C18 
RELAY 

5B480-002 

STANDOFF, 
REL. CHASSIS 



20827 

STRIP, MARKER TB-3 

8C273-020 
STRIP, SCR. TERM 
BARRIER 



5B260 
BRACKET, 
RELAY DRIVER 

62A6-002 
SOCKET 



70A3 

CAPACITOR 
75-75MFD 300V 



67A65-005 
BARRIER, JUMPER 

11A21 

CONTACT, AUXILIARY 

57C19 
RELAY 



*1C953 

BOARD ASSY., REL CHASSIS 
(SEE PAGE 13.6.1) 

20B62 

BOARD, RELAY INSULATING 



13.5.1 



*USED ON MACHINES SERIAL 21 THRU 104 



IE 962 
WIRED ASSEMBLY, RELAY CHASSIS 




*1C1715 
BOARD ASSY., REL CHASSIS 
(SEE PAGE 13.6.2) 



^USED ON MACHINES SERIAL 105 UP 



13.5.2 



_i 



CIRC. SYM. 

R9, 10, 11 

R23, 24, 27, 76 

R26 

R75 

RlOO 

RlOl 

C7 

C8, 9, 10 



1C953 
BOARD ASSEMBLY, 


REL.CHASSIS 


PART NO. 


DESCRIPTION 


80C12-180 


RESISTOR 18 OHMS IW 10% 


80C12-821 


RESISTOR 820 OHMS IW 10% 


80C12-152 


RESISTOR 1.5K IW 10% 


80C14-392 


RESISTOR 39K 2W 10% 


81A25-001 


RESISTOR 5K 5W 5% 


81A24-001 


RESISTOR 8K lOW 5% 


70A2 


CAPACITOR 4 MFD GOV 


70C1-018 


CAPACITOR .33 MFD 400V 




8A268 

BOARD, RELAY CHASSIS 



13.6.1 



1C1715 
BOARD ASSEMBLY, RELAY CHASSIS 



CIRC. 


SYM. 


PART NO. 


R9, 10 


,11 


80C12-180 


R23, 24, 27, 76 


80C12-821 


R26 




80C12-152 


R75 




80C14-392 


RlOO 




81A25-001 


RlOl 




81A24-001 


C7 




70A2 


C8,9, 


10 


70C1-018 



DESCRIPTION 

RESISTOR 18 OHMS IW 10% 
RESISTOR 820 OHMS IW 10% 
RESISTOR 1.5K IW 10% 
RESISTOR 3.9K 2W 10% 
RESISTOR 5K 5W 5% 
RESISTOR 8K lOW 5% 
CAPACITOR 4 MFD 60V 
CAPACITOR .33 MFD 400V 




8A268B 

BOARD, RELAY CHASSIS 



13.6.2 



1C952 
BOARD ASSEMBLY, RELAY CHASSIS 



CIRC. SYM. PART NO. DESCRIPTION 

R31-33, 36-45, 48, 49, 51-53, 57 80C11-103 RESISTOR lOK 1/2W 10% 

R34,35,46,47 80C11-101 RESISTOR lOOOHMS 1/2W 10% 

R50 80C11-124 RESISTOR 120K 1/2W 10% 

R58 80C12-471 RESISTOR 470 OHMS IW 10% 

CR1,2 93A6 RECTIFIER 



13.7 



8B269 

BOARD, RELAY CHASSIS 




CO 

bo 



1C952 
BOARD ASSEMBLY, RELAY CHASSIS 



SECTION FOURTEEN 
CLOCK CHASSIS ASSEMBLY 



1D999 
FINAL ASSEMBLY, CLOCK 



4D52 

CHASSIS, CLOCK 




5B828 

ANGLE, CLOCK CHASSIS 



8402-504 

RESISTOR, VAR. COMP. 

.5 MEG 2W 20% 



84C2-254 

RESISTOR, VAR. COMP. 

.25 MEG 2W 20% 



93A3 
TUBE, 6197 

93A8 
TUBE, 6463 



V1-V4 . 93A8 
V5-V11= 93A3 



14.2 



1D999 
FINAL ASSEMBLY, CLOCK 



1D965 

BOARD ASSY., CLOCK 

(SEE PAGE 14.4) 




8C274-014 

STRIP, TERM. BARRIER 

20B65 

STRIP, TS2 INSULATING 



8C274-012 

STRIP, TERM. BARRIER 

40B22 

STRIP, TS4 MARKER 



62 B2 

SOCKET, 9 PIN, TUBE 



14.3 



1D965 
BOARD ASSY., CLOCK 



8C274-012 

STRIP, TERM. BARRIER 




14.4 





1D965 
BOARD ASSEMBLY CLOCK 






CIRC. SYM. 


PART NO. 




DESCRIPTION 


Rl, 7, 25 


80C10-472 


RESISTOR 


4.7K 


1/2W 5% 


R2, 8 


80C10-513 


RESISTOR 


51K 


1/2W 5% 


R3, 56 


80C13-473 


RESISTOR 


47K 


1 W 5% 


R4,6 


80C10-104 


RESISTOR 


lOOK 


1/2W 5% 


R5, 32 


80C10-102 


RESISTOR 


IK 


1/2W 5% 


R9 


80C10-182 


RESISTOR 


1.8K 


1/2W 5% 


RIO, 52 


80C10-244 


RESISTOR 


240K 


1/2W 5% 


Rll, 27, 39, 44 


80C13-472 


RESISTOR 


4.7K 


1 W 5% 


R12 


80C13-822 


RESISTOR 


8.2K 


1 W 5% 


R13 


80C10-563 


RESISTOR 


56K 


1/2W 5% 


R14,41 


80C10-682 


RESISTOR 


6.8K 


1/2W 5% 


R15 


80C13-682 


RESISTOR 


6.8K 


1 W 5% 


R16 


80C10-393 


RESISTOR 


39K 


1/2W 5% 


R17, 18 


80C15-103 


RESISTOR 


lOK 


2 W 5% 


R19, 20 


80C15-562 


RESISTOR 


5.6K 


2 W 5% 


R21 


80C10-183 


RESISTOR 


18K 


1/2W 5% 


R22 


80C15-272 


RESISTOR 


2.7K 


2 W 5% 


R23 


80C15-152 


RESISTOR 


1.5K 


2 W 5% 


R24 


80C10-823 


RESISTOR 


82K 


1/2W 5% 


R26 


80C10-822 


RESISTOR 


8.2K 


1/2W 5% 


R28, 40 


80C15-101 


RESISTOR 


100 OHMS 


2 W 5% 


R29 


80C15-681 


RESISTOR 


680 OHMS 


2 W 5% 


R30 


80C13-183 


RESISTOR 


18K 


1 W 5% 


R33 


80C10-473 


RESISTOR 


47K 


1/2W 5% 


R34, 45 


80C10-332 


RESISTOR 


3.3K 


1/2W 5% 


R35 


80C15-121 


RESISTOR 


120 OHMS 


2 W 5% 


R42 


80C10-562 


RESISTOR 


5.6K 


1/2W 5% 


14.5 R43 


80C10-153 


RESISTOR 


15K 


1/2W 5% 



1D965 
BOARD ASSEMBLY CLOCK 

CIRC. SYM. PART NO. DESCRIPTION 

R46 80C13-221 RESISTOR 220 OHMS 1 W 5% 

R47 80C15-222 RESISTOR 2.2K 2 W 5% 

R48, 49 80C15-752 RESISTOR 7.5K 2 W 5% 

R50 80C10-274 RESISTOR 270K 1/2W 5% 

R51 84C2-504 RESISTOR 500K VAR. COMP. 2W 

R53 80C10-824 RESISTOR 820K 1/2W 5% 

R54 8402-254 RESISTOR 250K VAR. COMP. 2W 

R55 80C10-394 RESISTOR 390K 1/2W 5% 

CI, 3, 5 73C2-472 CAPACITOR .47MM MFD 400V 

02,4,6,16 7202-102 CAPACITOR 1000 MMFD 500V 

07,11,13 72C2-500 CAPACITOR 50 MMFD 500V 

08 7202-200 CAPACITOR 20 MMFD 500V 

09,12,14,15,20 7302-104 CAPACITOR .10 MFD 400V 

CIO, 23 7202-101 CAPACITOR 100 MMFD 500V 

019 7202-251 CAPACITOR 250 MMFD 500V 

021, 7302-103 CAPACITOR .01 MFD 400V 

022 7303-103 CAPACITOR .01 MFD 200V 

C24, 25 7303-274 CAPACITOR .27 MFD 200V 

Tl,2 88A3 TRANSFORMER- PULSE 

T3 88A4 TRANSFORMER- PULSE 

T4 88A6 TRANSFORMER- PULSE 

T5 88A5 TRANSFORMER- PULSE 

LI 9602-010 COIL PEAKING 

L2 96C2-003 COIL PEAKING 

L3 96C2-013 COIL PEAKING 

NE2 93A1 TUBE NEON NE2 

CRl, 2 9401 DIODE GERMANIUM GP 

CR3 94W11 DIODE T 7G 

T6 88A12 TRANSFORMER- PULSE 145 



SECTION FIFTEEN 
TYPEWRITER ASSEMBLY 



ICIOOI 
TYPEWRITER ASSEMBLY 



1E583 

TYPEWRITER ASSY., MOD. 




40B12 
NAME PLATE 

12C25-014 
NUT, SPEED 



1C1002 
BASE ASSY 



61A37 
CONNECTOR, MALE 



15.2 



1E583 
TYPEWRITER ASSY., MODIFIED 



56A6 

TYPEWRITER IBM ELECT 

1E598 

TYPEWRITER MODIFIED 



1E583 

TYPEWRITER ASSY. MODIFIED 




63B18 

SWITCH, ON-OFF 



TAB SWITCH, REAR 
(SEE PAGE 15.11) 



15.3 



1E583 
TYPEWRITER ASSY., MOD. 



CONTACT ASSY. 
(SEE PAGE 15.6) 



TAB SWITCH, FRONT 
(SEE PAGE 15.11) 




5A180 

SPACER, TYEWRITER 

(NOT VISIBLE) 

61C18-005 
CONNECTOR, 41 PIN 

61C18-003 
CONNECTOR, 41 PIN 



PLUG 2 PLUG! 




SOLENOID ASSY. 
(SEE PAGE 15.5) 

CARRIAGE RETURN SWITCH 
(SEE PAGE 15.11) 



15.4 



SOLENOID MTG. BKT. 



57B9 

SOLENOID, KEY OPERATING 



5D191 

BRACKET, SOLENOID MTG. 



34B17 

SPRING, SOLENOID 






1B456 

SUPPORT ASSY., BUS. BD. 



*-^ • • 




{illillii«l»k*<fl*V 




1B541 

BD. ASSY., BUS. 



5B366 

PLATE, SOLENOID 



15.5 



CONTACT ASSEMBLY 



5C188 

BRACKET, CONTACT MTG. 



13C57-012 

SCREW, RD HD 2-56NC 




25B11 

CLAMP, CONTACT 

18C82-001 
SPACER 



5B190 

SPACER , TYPEWRITER CONTACT 



34A16 

SPRING, TYPEWRITER CONTACT 



1B582 
CONTACT ASSY. 



1B405 

BD. ASSY., EYELETED 



15.6 



1C1002 
BASE ASSY., TYPEWRITER 



6E98 

SKIRT, TYPEWRITER 

61C18-004 
CONNECTOR, 41 PIN 



17C11-020 
GROMMET, RUBBER 




25024-004 
CLAMP, CABLE 
CUSHIONED 



5B178 

BAR SKIRT MTG 

(NOT VISIBLE) 



41C5 

ESCUTCHEON SKIRT 



63A55-002 

SWITCH 2 POSITION 

39W36 

HANDLE, SWITCH 



5D293 

BRACKET, RELAY 
(SEE PAGE 15.8) 



PLUG 2 



1B706 

BD. ASSY., TERMINAL 

(SEE PAGE 15.8) 



1D1005 

BOARD ASSY., DIODE 

(SEE PAGE 15.9) 

8C106 

BD., DIODE INSUL. 



63A14 
SWITCH, LEVER 

39W36 

HANDLE, SWITCH 



15.7 



1B706 
BD. ASSY., TERMINAL 



73C3-105 

CAPACITOR, FIXED 
1 MFD 200V 



80C15-470 

RESISTOR 470 OHMS 
2W 5% 




73C2-474 
CAPACITOR 
.47MFD 400V 



73C2-1G4 C7 

CAPACITOR ' 
.IMFD 400V 



8B187 

BD. TERM., INSULATING 



91A1-005 

CHOKE, RF IRON CORE 



RELAY ASSY., -TYPEWRITER 



57A6 
RELAY SPST 



RLY-4B 



RLY-4A 



RLY-6 







RLY-1 



57A5 
RELAY 4PDT 



RLY-5 



RLY-3 



RLY-2 



15.8 



1D1005 
BD. ASSY., DIODE 



vd 3v Dd 31 )iN ly is ay vs iv oi sn oo da oo dbq di 

IMMIMilffl lllr 




7965UVW 3XYZ OS TAB RL PER 



15.9 



1D535 

BOARD ASSY., EYE LETTED 



1D1005 
BOARD ASSY., DIODE 



CIRC. SYM. 


PART NO. 


DESCRIPTION 


R47 


80C13-203 


RESISTOR 20K IW 5% 


Rl,2,3,4, 13, 14,15, 16, 18, 
19,20,23,24,27,29,30, 
32 THRU 45 


8GC10-102 


RESISTOR IK 1/2W 5% 


R5THRUR12 


80C13-102 


RESISTOR IK IW 5% 


R21,22,25,26, 28, 31 


80C 10-472 


RESISTOR 4.7K 1/2W 5% 


CI THRU C5 


70A2 


CAPACITOR 4MFD 60V 




94C1 


DIODE, GERMANIUM GP 




93A6 


RECTIFIER 



15.10 



TYPEWRITER MICRO-SWITCHES 



TAB SWITCH, FRONT 



5A358 

PLATE, SWITCH NUT 




18A58' 

SHIM, SWITCH BRKT. 



TAB SWITCH, REAR 

15.11 
R 



SECTION SIXTEEN 
RECTIFIER ASSEMBLY 



1D1560 
BRKT. ASSY., RECTIFIER 



60A16 

RECT. MULTIPLE FIN 

(-160 V) 




RECT. IB 



60A17 

RECT. MULTIPLE FIT 

(lOOV) 



RECT. lA 



RECT. 2 



20B57 

STRIP TBll MARKER 

8C271-020 

STRIPY LUG BARRIER 




5D739 

BRKT.. RECT. MTG. 



12C16-008 
NUT, SPEED 



60B4 

RECT. MULTIPLE FIN 
(160 V) 



60A15 

RECT. MULTIPLE FIN 
(250 V) 



16.2 
R 



SECTION SEVENTEEN 
TUBE PACKAGES 







1C1428 




FINAL ASSEMBLY, 


RD. CLK. PKG. 


CIRC. SYM. 


PART NO. 




DESCRIPTION 


Rl 


80C13-472 




RESISTOR 4.7K IW 5% 


R2 


80C10-332 




RESISTOR 3.3 K 1/2W 5% 


R3 


80C15-181 




RESISTOR 180 OHMS 2W 5% 


CI 


72C2-101 




CAPACITOR lOOMMFD 500V 


C2 


73C1-474 




CAPACITOR .47 MFD 400V 


C3 


73C3-103 




CAPACITOR .01 MFD 200V 


C4,5 


72C2-501 




CAPACITOR 500MMFD 500V 


VI, 2 


93A3 




TUBE 6197 


Tl 


88A13 




TRANSFORMER, PULSE 



3909-004 

HANDLE, PLUG-IN PKG. ^ 

7B2-005 
PANEL, 
PLUG-IN PKG.,TUBE 

62 B2 

S0CKET,9 PIN TUBE 




ifliiT 



1B1427 

BOARD ASSY., 
RD.CLK. PKG. 

25C43-011 
CLAMP, CABLE 



VUTSR PNML KJHF EDCBA 



17.2 



1C1007 
FINAL ASSY., RD. AMP. PKG. 



CIRC. SYM. 


PART NO. 


DESCRIPTION 




Rl,2,14 


80C1M22 


RESISTOR 1.2K 


1/2W 10% 


R3, 8 


80C28-823 


RESISTOR 82 K 


1/4W 1% 


R4, 7 


80C 13-392 


RESISTOR 3.9K 


1 W 5% 


R5,6 


80C28-333 


RESISTOR 33 K 


1/4W 1% 


R9 


80C30-392 


RESISTOR 3.9K 


1/2W 1% 


RIO 


80C13-682 


RESISTOR 6.8K 


1 W 5% 


RU 


80C13-822 


RESISTOR 8.2K 


1 W 5% 


R12 


80C11-181 


RESISTOR 180OHMS 


1/2W 10% 


R13 


80C15-822 


RESISTOR 8.2K 


2 W 5% 


R15 


80C11-121 


RESISTOR 120 OHMS 


1/2W 10% 


R16 


80C12-153 


RESISTOR 15 K 


1 W 10% 


R17 


80C11-222 


RESISTOR 2.2K 


1/2W 10% 


RIB 


84C2-501 


RESISTOR 500 OHMS 2 W VAR. 


CI 


72C2-200 


CAPACITOR 20 MMFD 500V 


C2 


72C2-500 


CAPACITOR 50 MMFD 500V 


C3 


72C2-300 


CAPACITOR 30 MMFD 500V 


C4 


72C2-102 


CAPACITOR 1000 MMFD 500V 


C5 


73C3-274 


CAPACITOR .27 MFD 200V 


C6 


72C2-150 


CAPACITOR 15 MMFD 500V 


Tl 


88A7 


TRANSFORMER 




VI, 2 


93A2 


TUBE 5965 




CRl 


94C4 


DIODE, TRIGGER 





17.3 



1C1007 
FINAL ASSY., RD. AMP. PKG. 



39C9-004 
HANDLE, PLUG 



7B65-005 

PANEL, 

THREE TUBE PKG 




62B2 

SOCKET, 9 PIN TUBE 



1B1006 

BOARD ASSY., RD. AMP. PKG. 



VUTSRPNMLKJH EDCBA 



5A217 

PLATE, 

POT MOUNTING 



17.4 



1C998 
FINAL ASSY., FLIP FLOP 



CIRC. SYM. 


PART NO. 


DESCRIPTION 


Rl,2, 12, 13 


80C1 3-392 


RESISTOR 3.9K IW 5% 


R3, 4, 14,15 


80C28-823 


RESISTOR 82K 1/4W 1% 


R5, 6, 16, 17 


80C10-333 


RESISTOR 33K 1/2W 5% 


R7, 8, 18, 19 


80C1M22 


RESISTOR 1.2K 1/2W 10% 


R9, 20 


80C30-392 


RESISTOR 3.9K 1/2W 1% 


RIO, 11,21,22 


80C28-333 


RESISTOR 33K 1/4W 1% 


R23, 24 


80C11-124 


RESISTOR 120K 1/2W 10% 


R25, 26, 27, 28 


80C1 0-434 


RESISTOR 430K 1/2W 5% 


CI, 2, 6, 7 


72C2-500 


CAPACITOR 50 MMFD 500V 


C3,4,8,9 


72C2-300 


CAPACITOR 30 MMFD 500V 


C5, 10 


72C2-102 


CAPACITOR lOOOMMFD 500V 


CR1-CR4 


94C4 


DIODE, TRIGGER 


VI, 2 


93A2 


TUBE 5965 



17.5 



1C998 
FINAL ASSY., FLIP FLOP 



39C9-001 

HANDLE, PLUG-IN PKG. 



7B2-005 

PANEL, PLUG-IN PKG 

62B2 

SOCKET, 9 PIN TUBE 




VUTSRPNMLKJ FEDCBA 



1B997 

BOARD ASSY., FLIP FLOP 



17.6 



1C1140 
FINAL ASSY., BUFFER INVERTER 



•CIRC.SYM. 


PART NO. 


DESCRIPTION 




Rl, 17 


80C10-333 


RESISTOR 


33K 


1/2W 5% 


R2, 3, 15, 16 


80C13-392 


RESISTOR 


3.9K 


IW 5% 


R4, 19 


80C28-274 


RESISTOR 


270K 


1/4W 1% 


R5, 18 


80C28-823 


RESISTOR 


82 K 


1/4W 1% 


R6, 8 


■ 80C10-564 


RESISTOR 


560K 


1/2W 5% 


R7, 20 


80C10-122 


RESISTOR 


1.2K 


1/2W 5% 


R9, 26 


80C13-823 


RESISTOR 


82K 


IW 5% 


RIO, 25 


80C10-432 


RESISTOR 


4.3K 


1/2W 5% 


Rll, 24 


80C10-114 


RESISTOR 


llOK 


1/2W 5% 


R12, 23 


80C28-333 


RESISTOR 


33 K 


1/4W 1% 


R13, 22 


80C30-392 


RESISTOR 


3.9K 


1/2W 1% 


R14, 21 


80C28-563 


RESISTOR 


56K 


1/4W 1% 


CI, 3, 7, 8 


72C2-300 


CAPACITOF 


t 30MMFD 500V 


C2,4,5,6 


72C2-301 


CAPACITOR 


! 300MMFD'500V 


VI, 2, 3 


93A2 


TUBE 5965 







17.7 



1C1140 
FINAL ASSY., BUFF. INVER 



39C 9-003 

HANDLE, PLUG-IN PACKAGE 



7B65-005 

PANEL, 

THREE TUBE PKG 




62 B2 

SOCKET, 9 PIN TUBE 



VUTSR NMLKJHFEDCBA 



1B1139 
BOARD ASSY. 
BUFFER INVERTER 



17.8 



1C1517 
FINAL ASSY., BUFFER H.C. 



CIRC. SYM. 


PART NO. 


Rl,17 


80C 10-333 


R2, 3, 15, 16 


80C13-392 


R4, 19 


80C28-274 


R5, 18 


80C28-823 


R6, 8 


80C 10-564 


R7, 20 


80C10-122 


R9, 26 


80C 13-823 


RIO, 25 


80C 10-432 


Rll,24 


80C10-114 


R12, 23 


80C28-333 


R13, 22 


80C30-392 


R14, 21 


80C28-563 


CI, 3, 7 


72C2-300 


C2,4,5,6 


72C2-301 


VI, 2, 3 


93A2 



DESCRIPTION 

RESISTOR 33K 1/2W 5% 

RESISTOR 3.9K IW 5% 

RESISTOR 270K 1/4W 1% 

RESISTOR 82K 1/4W 1% 

RESISTOR 560K 1/2W 5% 

RESISTOR 1.2K 1/2W 5% 

RESISTOR 82K IW 5% 

RESISTOR 4.3K 1/2W 5% 

RESISTOR llOK 1/2W 5% 

RESISTOR 33K 1/4W 1% 

RESISTOR 3.9K 1/2W 1% 

RESISTOR 56K 1/4W 1% 

CAPACITOR 30MMFD 500V 

CAPACITOR 300IVIMFD 500V 

TUBE 5965 



17.9 



1C1517 
FINAL ASSY., BUFFER H.C. 



' 39C9-003 
HANDLE, PLUG-IN PACKAGE 



/T 



^ 



^ 



VI 



>c 



V2 



V3 







62B2 

SOCKET, 9 PIN TUBE 




) 



VUTSR NMLKJHFEDCBA 



1B1139 

BOARD ASSY., BUFFER INVERTER 



•7B65-005 
PANEL, 
THREE TUBE PKG. 



17.10 



1C1155 
FINAL ASSY., WRITE AMP 



CIRC. SYM. 


PART NO. 


DESCRIPTION 




Rl,12 


80C13-472 


RESISTOR 4.7K 


IW 5% 


R2,8 


80C10-114 


RESISTOR llOK 


1/2W 5% 


R3, 7 


80C1 0-272 


RESISTOR 2.7K 


1/2W 5% 


R4, 9 


80C10-122 


RESISTOR 1.2K 


1/2W 5% 


R5, 11 


80C15-243 


RESISTOR 24K 


2W 5% 


R6, 10 


80C1 0-564 


RESISTOR 560K 


1/2W 5% 


R13,14 


80C10-470 


RESISTOR 470HMS 1/2W 5% 


R15 


80C10-121 


RESISTOR 120 OHMS 1/2W 5% 


CI, 2 


72C2-102 


CAPACITOR 




C3 


73C2-474 


CAPACITOR 




CR1-CR4 


94C1 


DIODE, GERMANIUM G. P. 


VI, 3 


93A3 


TUBE 6197 




V2 


93A2 


TUBE 5965 





17.11 



1C1155 
FINAL ASSY., WRITE AMP 



39C9-00G 

HANDLE, PLUG-IN PACKAGE 



f 



^ 



7B65-005 
PANEL, PLUG-IN. 
PKG.TUBE 



V3 




V2 



's P 



VI 



^^ V 



J V L ■■ J 



62B2 

SOCKET, 9 PIN TUBE 



trrr nrr/ nrr \ 



) 




1B1156 

BOARD ASSY., 
WRITE AMP. 



VUTSRPNMLKJHF DCBA 



17.12 







1C1144 
FINAL ASSY., CATH FOL 1 




CIRC. SYM. 




PART NO. 




DESCRIPTION 




Rl,2,3,4 




80C10-122 




RESISTOR 1.2K 


1/2W 5% 


R5,6,7,8 




80C15-303 




RESISTOR 30K 


2W 5% 


R9, 11 




80C13-473 




RESISTOR 47K 


IW 5% 


RIO, 12 




80C15-243 




RESISTOR 24K 


2W 5% 


R13,14,15, 


16 


80C1 0-754 




RESISTOR 750K 


1/2W 5% 


R17, 18, 19, 


20 


80C 10-564 




RESISTOR 560K 


1/2W 5% 


R21 




80C10-131 




RESISTOR 130OHMS 1/2W 5% 


VI, 2 




93A2 




TUBE 5965 





39C9-002 
HANDLE, 



PLUG-IN PACKAGE 



62B2 

SOCKET, 9 PIN TUBE 




782-005 

PANEL, PLUG-IN 
PKG.TUBE 



1B1143 

BOARD ASSY., 
CATH FOL 1 



17.13 



VUTSRPNML JHFEDCBA 





1C1107 
FINAL ASSY., CATHODE FOLLOWER 2 


CIRC.SYM. 
Rl,2,3,4 


PART NO. 
80C 10-754 




DESCRIPTION 
RESISTOR 750K 1/2W 5% 


R5,6,7,8 


80C10-122 




RESISTOR 1.2K 1/2W 5% 


R9, 10, 11,12 


80C1C-564 




RESISTOR 560K 1/2W 5% 


R13 


80C13-473 




RESISTOR 47K IW 5% 


R14 


80C15-243 




RESISTOR 24K 2W 5% 


R15 


80C10-131 




RESISTOR 130 OHMS 1/2W 5% 


VI, 2 


93A2 




TUBE 5965 



39C9-005 

HANDLE, FLUG-IN PKG. 



62B2 

SOCKET, 9 PIN TUBE 




7B2-005 
PANEL, 
PLUG-IN PKG. TUBE 



1B1106 

BOARD ASSY., 
CATH FOL 2 



VU SRPNMLKJHFEDCBA 



17.14 



SECTION 18 
DIODE PACKAGES 





1C964 
FINAL ASSY., DIODE 1 PKG. 


CIRC. SYM. 


PART NO. 




DESCRIPTION 


CRI-CRIO 


94C1 




DIODE, GERMANIUM, G.P. 


Rl,2,4 


80C10-114 




RESISTOR llOK 1/2W 5% 


R3 


80C10-154 




RESISTOR 150K 1/2W 5% 




VUTSRPNMLKJHFEDCBA 



1B963 

BOARD ASSY.. DIODE 1 PKG. 



18.2 





1C991 
FINAL ASSY., DIODE 2 PKG. 


CIRC. SYM. 


PART NO. 




DESCRIPTION 


CR1-CR7 


94C1 




DIODE, GERMANIUM G.P. 


R1,R2 


80C10-114 




RESISTOR llOK 1/2W 5% 




VUTSRPNMLKJHFEDCBA 



1B990 

BOARD ASSY., DIODE 2 PKG. 



18.3 





1C1142 
FINAL ASSY., DIODE 3 PKG. 


CIRC.SYM. 


PART NO. 




DESCRIPTION 


R1-R4 


80C10-114 




RESISTOR llOK 1/2W 5% 


CR1-CR13 


94C1 




DIODE, GERMANIUM G.P 




VUTSRPNMLKJHFEDCBA 



1B1141 

BOARD ASSY., DIODE 3 PKG. 



18.4 





1C993 
BOARD ASSY., CLAMP PKG. 


CIRC.SYM. 


PART NO. 


DESORIPTION 


U1-U12 
L1-L12 


9401 


DIODE, GERMANIUM G.P 


R1-R12 


80013-393 


RESISTOR 39K IW 5% 




12 n 10 9 8 7 6 5 4 3 2 1 




VUTSRPNMLKJHFEDCBA 



1B992 

BOARD ASSY., DIODE CLAMP 



18.5 





FINAL ASSY. 


IC1009 
,CLK. 


CLP. 


PKG. 




CIRC. SYM. 


PART NO. 








DESCRIPTION 


CR1,3,5 


94C1 








DIODE, GERMANIUM G.P. 


CR2,4,6,7,8,9 


94W11 








DIODE, T7G 


Rl,2,4 


80C13-330 








RESISTOR 33 OHMS IW 5% 


R3 


80C13-391 








RESISTOR 390OHMS IW 5% 


Cl,4 


70A2 








CAPACITOR 


C2,3 


73C3-104 








CAPACITOR 



CR3 



CR9 




CR4 







1^^ 


C2 


\ R3 h 


^ 




■cjN CR5 


3^ 


\ 


^~— — ■— J 


h-pD- 


C3 


-|N CR7_ 




-JCR6M| 


b*B 




o 


4 R2 h 


tt. 



Rl K 


■ 


1 *- 

-p^CRIj- 




-4 CR2 H 

L^ 1 




^11 CI ^ 


>Vr 


k '- 


itsA 


tt 



VUTSRPNMLKJHFEDCBA 



1B1008 

BOARD ASSY., CLK. CLP. PKG. 



18.6 



